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3,125 (a> 

FACILITIES. GENERAL 

(a) Structural sinength. Thte facility must be ecinstrt>cted of such maierial and of such strength as approf^iate for the 
^r^imals involved. Ttia irrdoci' arid outdcidr housing lacililiea shall be structurally sound and shall be mairrlained on 
good repair to protect Ibe animals Irom injury and lo contain lh»e anirr^als. 


There are t^nee rr>etal support posts in the sen^l housing area that l>ave rusted from cleaning and bleaching agents. 
These posts need to be repaired or replaced so that they are structurally sourKi and rrraintained in good repair. 


Correct by: 09-1&-11. 


An exit briefing was conducted with the licerrsee. 


Prepared By: 

MEGAN E ADAMS. A C I USDA, APHIS. Animal Care Date: 

Title: ANIMAL CARE INSPECTOR Inspector 1027 Aug-1 6-2Cl 11 


(b)(e). (b)(7)(c) 
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